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BILL NO. S-79-06 -/7 


SPECIAL ORDINANCE NO. S- 




AN ORDINANCE approving City Utilities 
Purchase Order No. 1090 with Overhead 
Door Company for overhead doors for the 
Water Pollution Control Maintenance 
Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT VJAYNE, 


INDIANA: 


SECTION 1. That City Utilities Purchase Order No. 1090, dated 


May 11, 1979, between the City of Fort Wayne, by and through the City 
Utilities Purchasing Agent and the Board of Public Works and Overhead Door 
Company, for: 


Three Overhead Doors for Water Pollution Control 
Maintenance Department, 


at a cost of $4,428.00, all as more particularly set forth in said Purchase 
Order, which is on file in the Office of the Department of Purchasing and is 
by reference incorporated herein and made a part hereof, be and the same is 
in all things ratified, confirmed and approved. 


SECTION 2. That this Ordinance shall be effective upon passage 


and approval by the Mayor. 



APPROVED AS TO 












iu;«u um.* ursc time in TuI i and on motion by 




Committee on 


• ' ■ ■ , seconded- by 

and duly adopted, read the second tirPbyltitle and referred to the 
_ (and^4*@-Xd4cy_El^^ for ' 


reconmenrfalrnjTr) and“Public Hearing to be held after~aue~T 
City--Go-unt-y^triiTilTlq7 — Fort Wayne, Indiana, on 
of 


19, at 


DATE: 


^■-- 42 - 7 / 



CITY CLERK 


Read the third time in full and on motion by 


seconded by 


PASSED Ckifff') by the following vote: 

AYES NAYS 

TOTAL VOTES 

... 7 . 

BURNS 


HINGA 

c - . 

HUNTER 


MOSES 


NUCKOLS 


SCHMIDT, D. 

o' 

SCHMIDT, V. 

. O' 

STIER 

o' 

TALARICO 


DATE: 





and duly adopted, placed on its passage. 


abstained 


CITY, CLERK 

Passed and adopted'by the Common Council of the City of Fort Wayne, Indiana, as 

(2-0itme-MA^ -- (ANNEXATION) (SPECIAL) (APPRCPTmiTM) ORDINANCE 

(RESOttlTONTlo. '79 on the CV^ -^4ty of , 19 2% 

- ire >T ^ ATTEST: (SEAL) J/ - r 




day of _ 


CITY, -CLERK . ~ PRESIDING OFFICER 

Presented by me to the Mayor of .the City of Fort Wayne, Indiana, on the oP ? 
_, at the hour of //^ A 


Approved and signed by me this 
at the hour of o'clock 



MAYOR 
























































































S-79-06-17 


REPORT OF THE COMMITTEE ON 
City Utilities ' n 


CITY- UTILITIES 


•ad an Ordinance 


approving City Utilities Purchase Order No. 1090 with Overhead 
Door Company for overhead doors for the Water Pollution Control 
Maintenance Department 


have had said Ordinance under consideration and beg leave to repor > th 


Council that said Ordinance 




PAUL M, BURNS - CHAIRMAN 


■SAMUEL J. 

. TALARICO - VICE CHAIRMAN 

' VIVIAN G. 

. SCHMIDT 

DONALD J. 

. SCHMIDT. 

JAMES S. 

STIER 





CONCURRED IN * 

DAT ^ CHARLES W. WESTERMAN, CITY CLERK 
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COPIES TO: 

E. A. S+anczak Jr. 
J. Moran 


Memorandum 


To H. 

. P. Wehrenberg, Board of Works 

Date May 11, 1979 

From 

Ruth Winget, Purchasing Department 


Subject 

Overhead Doors 



Attached are proposals and Purchase Order Number 1090 which is 
prepared favoring Overhead Door Company for Three (3) Overhead Doors 
for Water Pollution Control Maintenance Department. 

Please .include the attached supporting information when this 
ordinance is submitted to City Council for approval. No confirming 
Purchase Order Number is to be given to Overhead Door Company until 
evidence of Council approval is furnished to the Purchasing Department. 











PROPOSAL 


FOR: City Utilities attn: John Moran _ PHONE: 423-7135 

ADDRESS: 445 E. Wallace Fort Wayne, Indiana _ 46803 _ 

DATE: 3-08-79 TERMS:__PROJECT__ 

PROPOSAL NO. _ARCHITECT_ 


WE PROPOSE TO FURNISH THE FOLLOWING: 

AMOUNT 

Install: 1- 16-7 x 13-2 overhead door 

opening 16—5 x 13-1 

24guage steel MM'MM top & bottom sections 

white fiberglass intermediate sections 
lift clearance track 

2" track for steel jambs 

1- Model FL 201 type G operator 115V single phase 

1/3 HP with brake and emergency hoist 

Furnished and erected less framing and wiring 

plus sales tax if applicable 

Note: Electrically operated doors can save you time and money... reduce heat loss... 
lengthen door life. 

The addition of electric operators) and standard control(s) plus radio control systems for 
the above door(s) if installed at the same time as we install the door(s) will cost an ad¬ 
ditional $ plus wiring. 

Ask us for more details including information on remote radio control systems. 

$1640 

00 

DATE INSTALLATION DESIRED NET TOTAL 




OPENINGS ARE TO BE PREPARED BY OTHERS IN ACCORDANCE WITH OUR SPECIFICATIONS. 

THE ABOVE PRICE DOES NOT INCLUDE GLASS. GLAZING, PAINTING OR WIRING FOR ELECTRIC OPERATOR. UNLESS INCLUDED IN ABOVE 
PROPOSAL. 

ABOVE PROPOSAL IS MADE FOR PROMPT ACCEPTANCE. 

AGREEMENTS ARE CONTINGENT UPON STRIKES. ACCIDENTS OR OTHER CONDITIONS BEYOND OUR CONTROL. 

WE CARRY MANUFACTURERS 1 , CONTRACTORS', AND EMPLOYERS’ LIABILITY AND WORKMAN’S COMPENSATION INSURANCE. 

WE ACCEPT THE ABOVE PROPOSAL: 


BY__ DATE 


OVERHEAD DOOR COMPANY ©I 


Fort Wayup, Trio 































lOVEiRHEAD DOOR 

GO&QfiXnCH 


DOCK LEVELERS 
REAR-FRAME 
TUB (RFT) SERIES 




























PROPOSAL 

PQ R , City Utilities attn: John Moran PHONE- 423-7135 

ADDRESS- 445 E. Wallace Fort Wayne, Indiana 46803 

DATE: 3-08-79 TERMS:_.PROJECT____ 

PROPOSAL NO. ARCHITECT ___ 


WE PROPOSE TO FURNISH THE FOLLOWING: 

AMOUNT 

Install: 1- 12-1 x 11-8 overhead door 

opening 11-11 x 11-7 

24 guage sttel top & bottom sections 
white fiberglass intermediate sections 
lift clearance track 

2 " track for steel jambs 

1- Model FL 201 type C operator 115V single phase 

1/3 HP with brake & emergency hoist 

Furnished and erected less framing and wiring 

plus sales tax if applicable 

Note: Electrically operated doors can save you time and money... reduce heat loss... 
lengthen door life. 

The addition of electric operator(s) and standard control(s) plus radio control systems for 
the above door(s) if installed at the same time as we install the door(s) will cost an ad¬ 
ditional $ plus wiring. 

Ask us for more details including information on remote radio control systems. 

$1253 

00 

DATE INSTALLATION DESIRED ... . NET TOTAL 



OPENINGS ARE TO BE PREPARED BY OTHERS IN ACCORDANCE WITH OUR SPECIFICATIONS. 

THE ABOVE PRICE DOES NOT INCLUDE GLASS. GLAZING, PAINTING OR WIRING FOR ELECTRIC OPERATOR. UNLESS I! 
PROPOSAL. 

ABOVE PROPOSAL IS MADE FOR PROMPT ACCEPTANCE. 

AGREEMENTS ARE CONTINGENT UPON STRIKES. ACCIDENTS OR OTHER CONDITIONS BEYOND OUR CONTROL. 

WE CA'RRY MANUFACTURERS-, CONTRACTORS’, AND EMPLOYERS’ LIABILITY AND WORKMAN’S COMPENSATION INSU 

NCLUDED IN ABOVE 

RANGE. 

WE ACCEPT THE ABOVE PROPOSAL: 


,v 


OVERHEAD DOOR C0IPANY OF 


BY, 


Fort Wayne, Inc 0 





























PROPOSAL 


Pqr. City Utilities attn: John Moran _ PHONE- 423-7135 

ADDRESS: 445 E» Wallace Fort Wayne, Indiana 46803 _ 

DATE: 3-08-79 TERMS:_PROJECT._ 

PROPOSAL NO. _ARCHITECT__ 


WE PROPOSE TO FURNISH THE FOLLOWING: 


AMOUNT 


Install: 1- 16—1 x 13-2 overhead door 

opening 15-11 x 13-1 


24 guage steel top & bottom sections 
white fiberglass intermediate sections 
lift clearance track 
2" track for steel jambs 


1- Model FL 201 type C operator 115V single phase 
1/3 HP with brake & emergency hoist 

Furnished and erected less framing and wiring 

plus sales tax if applicable 


1 

$1535 


oo 


Note: Electrically operated doors can save you time and money_reduce heat loss_ 

lengthen door life. 

The addition of electric operators) and standard controls) plus radio control systems for 
the above door(s) if installed at the same time as we install the door(s) will cost an ad¬ 
ditional $_ plus wiring. 

Ask us for more details including information on remote radio control systems. 

DATE INSTALLATION DESIRED NET TOTAL ~ 

OPENINGS ARE TO BE PREPARED BY OTHERS IN ACCORDANCE WITH OUR SPECIFICATIONS. 

THE ABOVE PRICE DOES NOT INCLUDE GLASS. GLAZING, PAINTING OR WIRING FOR ELECTRIC OPERATOR. UNLESS INCLUDED IN ABOVE 
PROPOSAL. 

ABOVE PROPOSAL IS MADE FOR PROMPT ACCEPTANCE. 

AGREEMENTS ARE CONTINGENT UPON STRIKES. ACCIDENTS OR OTHER CONDITIONS BEYOND OUR CONTROL. 

WE CARRY MANUFACTURERS’. CONTRACTORS’, AND EMPLOYERS’ LIABILITY AND WORKMAN’S COMPENSATION INSURANCE. 

WE ACCEPT THE ABOVE PROPOSAL: 


BY_ DATE 


OVERHEAD DOOR COMPANY OF 


Fort Wayne, Inc 




























TfiiUjdedate Jlum&vi and Sufcfity tHfauty nuyybcu No. 


DIVISION OF PHONE 747-4102 

ELKAY WOOD PRODUCTS, INC. 

3300 LOWER HUNTINGTON ROAD FORT WAYNE, INDIANA 46809 


/ of / I 
















































7V<UfHzda,te and 

DIVISION OF PHONE 747-4102 

ELKAY WOOD PRODUCTS, INC. 

3300 LOWER HUNTINGTON ROAD FORT WAYNE, INDIANA 46809 


(PROPOSAL SUBMITTED TO 

Ctts. f't u/,. PtdLAlLrL. 

PHONE 

DATE > 

3-L9-29 

STREET* ' V 

V A* - 

JOB NAME 

CITY, STATE AND ZIP CODE p. * 

JOB LOCATION 

ARCHITECT ^ DATE OF PLANS 

We hereby propose to furnish materials and labor necessary for the completion of: 


JOB PHONE 

) 



Proposal no. 

1 SPEC I FI CATIONS 
AMD ESTIMATE 

Page No. / o\ / Pages 


'WE PROPOSE hereby 


material and labor — complete in accordance with above specifications, for the sum of: 


Payment to be made as follows:' 


dollars {$_ 


All material is guaranteed to be as specified. All work to be completed in a substancial workmanlike 

manner according to specifications submitted, per standard practices. Any alteration or deviation from 
above specifications involving extra costs will be executed only upon written orders, and will become an 
extra charge over and above the estimate. All agreements contingent upon strikes, accidents or delays 
beyond our control. Owner to carry fire, tornado and other necessary insurance. Our workers are fully 
covered by Workmen's Compensation Insurance. 


Authorized 

Signature 




Note: This proposal may 
withdrawn by us if not a< 


3d 




ACCEPTANCE OF PROPOSAL The above prices, specifications and conditions are 
satisfactory and are hereby accepted. You are authorized to do the work as specified. Payment will be 
made as outlined above. 


Date of Ac 


Signature.. 


V 
















































aynedate 4W Sufifity 


DIVISION OF PHONE 747-4102 

ELKAY WOOD PRODUCTS, INC. 

3300 LOWER HUNTINGTON ROAD FORT WAYNE, INDIANA 46809 


Proposal no. 

ISPECIFICATIONS 
AND ESTIMATE 


Page No. 


/- 


/ Pages 


f PROPOSAL SUBMITTED TO . 

~stre ^ ^ " ~ ^ 

1 PHONE 

/ y j- 5 - 7 / ?.r 

DATE A 

?? 

Wr < ILJlMJLc^ 

JOB NAME 

city; state and zip code p» 4 

p'o-^r y>^J( 

JOB LOCATION 

ARCHITECT (7' DATE OF PLANS 

V ^ " '-•- - 


[JOB PHONE 

1 . J 


J- - —S / jf 2 . ck 








Ztf* 

52 




uA- 






-t-g—- ,*-W=--^XAv^^ s/ , 

s: — <t?l jlA. £ /S' " ‘‘X 13*''' 


I& 


ZuzaU ^JSJMa 


0<L* ^sStc^ ^ -V ;.-// i// J ^to , ^ 


IS 




~T 


-?■ 


72^ 


li/s<SlAst' 
















































QB'DW QDF tPCDOBTT HE 

tlTf OTlLiTiES 

DEPARTMENT OF PURCHASES 
CITY—COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

r n 

Overhead Door Company 
3343 Freeman Street 
Fort Wayne, Indiana 46804 

L J 

Vendor No. 1875-01 



This number must appear on each pack¬ 
age, packing slip, invoice, bill of lading, 
express receipt and correspondence. 


hst p May 11,. 197Q 


SHIP TO — 

Water Pollution Control Maint. Dept. 
445 East Wallace Street 
Fort Wayne, Indiana 46803 

Dept. No. 32 


MAIL ALL INVOICES TO - 
CITY UTILITIES 
GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 



NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CASH DISCOUNT WILL BE TAKEN 


SUBJECT TO CONDITIONS ON REVERSE SIDE 


BY__-_ 



















Data. 


/ /S7? 


C-ir-7 

City Utilities 33 ¥3 7 ' 

y&%o</ 


PURCHASE REQUISITIO> 


Please order %he following Material for Delivery as Specified: . 

To be delivered tofsJ&fet 3^x33^ 


3 




^ r w ^ ....... 'r .- 

QUANTITY 

DESCRIPTION 

DIST. 

DEPARTMENT 
ESTIMATED COST 






ig 





/ 

"2*5- /<& "/ yf/ 3-& 2— 


/S~3s~ 

__ 

/ 



/ 

/ & t/6 

— 

/ 

/*■-/ x //-d 


) 

/*zs^ 

— 




uy-= 



.i3t3dyyy^<-ij/ - 

# 


<rz> 


£ *3t a^ 4 33/^3&X/fxmdir* 




J0*- 

Ift+rUf/% JLV / 3%** £ ff/. //Sl/A^^f^. 





3 //£'^sX^7£/'tJZo^tps ^3 <£a2^ 





3^/Xt'jrJha^J^ : ^s^l&?JLs£ s£i<^ 




REMARKS: 

3%/??. 




/n^A 

/ t 3ir ^; ^dc 

-rrrr~3 // . y 





• necautry for stock or us® I® this d»psrtm®nt 
































TITLE OF ORDINANCE SPECIAL ORDINANCE - CITY UTILITIES PURCHASE ORDER NO. 1090 - OVERHEAD DOOR CO. 
DEPARTMENT REQUESTING ORDINANCE _ BOARD OF PUBLIC WORKS 

SYNOPSIS OF ORDINANCE CITY UTI LITIES PURCHASE ORDER NO. 1090, FOR THREE OVERHEAD DOORS, ONE 
16 - 1 x 13-2, ONE 16- 7 x 13-2 AND ONE 12 - 1 x 11-8, IN TOTAL AMOUNT OF $4428.00 FOR USE AT 
WPC MAINTENANCE BUILDING LOCATED AT 445 EAST WALLACE STREET. 


„ 7 7 , 


(MEMORANDUM AND PURCHASE ORDER ATTACHED) 


EFFECT OF PASSAGE ACQUISITION OF OVERHEAD DOORS AT WPC WALLACE STREET BUILDING 


EFFECT OF NON-PASSAGE 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) $4428.00 FROM CITY UTILITIES 


ASSIGNED TO COMMITTEE 


































